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Memorandum for Holders 
USIB-D- 51. 1/14 
19 April 1968 


UNITED STATES INTELLIGENCE BOARD 

MEMORANDUM FOR HOLDERS OF USIB-D-51. 1/14 

SUBJECT : National Intelligence Survey (NIS) Coverage 

Plan 

REFERENCES s a. USIB-D- 51. 1/14, 22 March 1968 

b. USIB-M-504, 11 April 1968, Item 3 


1. On 11 April 1968 the United States Intelligence Board approved 
the NIS Coverage Plan, subject to the change suggested by the Chairman 
to schedule Indonesia for priority maintenance. 

2. Forwarded herewith is the revised page of the NIS Coverage 
Plan incorporating the above change for insertion in all copies of 
reference a. 
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